Mr.  Caillouette,   37 years  old,  worked for  Timber  Lakes  about
two and a  half  years   (Tr.   76,   77,   79,  80).     He  was   experienced  in
doing mechanical  work and  also works  in  the pit.     On  the  day of  the
accident the County had  been  hauling gravel  out of  the  pit  all  day
(Tr.   77,   79).

Cummings  talked to Caillouette  the morning  after  the  accident.
He explained  that when the  belt  stopped he left the power  on  and
tried  to restart  it with a  cheater pipe.     Cummings  did  not  see any
visible  signs  of   injury on the worker   (Tr.   78),     However,   he did  a
little complaining;  he also worked  the next  full  day.

The company  has a strict  rule prohibiting anyone  from working
on  equipment with power on.     The company's practice   is  to  clean  up
such a problem with the power  off   (Tr.  80).     Using a  pipe  wrench
does  not  solve  the problem because the buildup remains   (Tr.   80).

The company has made  it clear  to its employees  that  they do
not work alone.     Hard hats are available  on the property   (Tr.   82).
They are required  to be worn.

The witness did not file a report of the accident.     The
citations were abated   (Tr.   83),     The pit  has  two or  three workers
most  of the  time   (Tr.  84).

One of  the  operator's complaints is that the company will
have the pit  in good shape with one inspector.    But  another
inspector will  cite the company for a violation previously passed
over   (Tr.   84,   85).

Caillouette  stated to the witness that he was wearing a  hard
hat at  the time  of the accident   (Tr.  86).    Caillouette was  very
reckless  in  the way he handled the situation.    He should have  first
turned  the power  off before cleaning it out with a shovel   (Tr.  87).

Caillouette was hurt on a Wednesday and he received a drunk
driving citation on Friday.     But he was a good,  hard worker
(Tr.   90),

The  number  of workers  at the gravel pit varies from two to
five   (Tr.   93).    The gravel  is used  in the company's cabin develop-
ment and some  is  sold to the County.

About  10,000  tons are crushed annually (Tr.   94).
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